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Man Made Diamonds 

Man made diamonds are physically and optically identical to mined diamonds. Man made 
diamonds, however, are much easier to create. Instead of destroying forests and and 
creating conflict, man made diamonds are created in a controlled laboratory by trained 
scientists who replicate the conditions under which Diamond's are naturally developed in 
the Earth. 

Why Buy Man Made Diamonds? 

Man made diamonds are exactly like mined diamonds, with added environmental and humanitarian 
benefits to boot: 

Etiiics 

While natural diamonds sound more romantic, in reality most mined diamonds come from 
conflict-torn regions, and forests and ecosystems are destroyed throughout the mining 
process. Man made diamonds on the other hand, are grown in a lab using only a modest 
amount of resources. Additionally, creating diamonds in a lab shortens the distance 
between the mines origin and final destination, thus eliminating carbon emissions that 
otherwise would have been released during delivery. 
Cost 

Man made diamonds are created at a much faster rate than natural diamonds. Thus, there 
are more man made diamonds to go around! More supply means more reasonable prices 
for consumers. So, even though man made diamonds are difficult to tell apart from natural 
diamonds for even for the most experienced jewelers, they are much more affordable. 



Colored Diamonds 



Even more incredible than affordable white diamonds, man made diamonds allow us to 
create beautiful, vivid colored diamonds for an affordable price as well. In fact, man made 
colored diamonds can cost only up to one-quarter or even one-tenth the price of the mined 
alternative. 

It's Still a REAL Diamond 

While man made diamonds aren't grown in the Earth, they're still real diamonds. Physically 
and chemically, diamonds made in a lab are the exact same as diamonds grown in the 
ground. Check out the comparison, here: 
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Man Made Diamonds are Not Simulants 

Cubic zirconium, moissanite and other diamond-coated or diamond simulating materials 
are not diamonds. While years ago they were the only man made-type diamonds, today we 
can create diamonds that are real diamonds. Diamond simulants, on the other hand, have 
completely different physical properties than natural and real man made diamonds. 

Diamond simulants may be cheaper, but they simply aren't the same. Cubic zirconium can 
be easily spotted as a fake, and even moissanite isn't as hard as a diamond and could also 
likely be picked out of a lineup of real diamonds. 

Where to Buy Man Made Diamonds 

At Gold Diamond Jewelry, we've been designing jewelry with the highest quality man made 
diamonds on the market for over a decade. 

We're considered one of the leading experts in this still emerging field, and we're happy to 
share our expertise with you. Have a question about the process? Not sure which setting is 
best? We're here for you! We'll answer your questions and can guide you through the 
process of finding and purchasing your ideal man made diamond. 



For more information please visit 

http://www.gold-diamondjewelry,com/man-made-diamond-information,html 



